AMENDMENT NO. 2 APRIL 2022 


TO 


IS 15844 : 2010 SPORTS FOOTWEAR — 
SPECIFICATION 


(Page 1, clause 3.2.2) — Delete. 


(Page 1, clause 3.2.4) — Insert the following new clause: 


3.2.5 Sizes 


Sizes shall be in the range of 4 to 12 (English system with G/H fitting) conforming 
to the dimensions given in IS 1638. Sizes shall be in the range of 2 to 10 for 
women (English System with G/H Fitting) conforming to the dimensions given 
in IS 1638.’ 


(Page 2, clause 3.4, Table 4, column (vii), S/ No. vii) — Substitute ‘IS/ISO 
105-B-02’ for ‘IS 2454’. 


(Page 2, clause 3.4, Table 5, column (vii), S! No. vii) — Substitute ‘IS/ISO 
105-B-02’ for ‘IS 2454’. 


(Page 3, clause 3.4, Table 5, column (vii), SI No. iii and iv) — Substitute 
‘IS 1969 (Part 1)’ for ‘IS 1969’. 


(Page 3, clause 3.9, Table 14, column (v1), SI No. i) — Substitute ‘IS 1969 
(Part 1)’ for ‘IS 1969’. 


(Page 7, Annex A) — Substitute ‘IS/ISO 105-B-02 : 2014’ for ‘IS 2454 : 
1985’. 


(Page 7, Annex A) — Substitute ‘IS 1969 (Part 1) : 2018’ for ‘IS 1969 : 
1985’. 


(Page 7, clause 3.11) — Insert the following new clause: 


‘4 MARKING 


4.1 Each shoe shall be permanently marked with the following: 
a) Size, 
b) Manufacturer’s name and brand, 
c) Year and month of manufacture, and 


d) Any other statutory marking, if applicable. 
4.2 BIS Certification Marking 


The product(s) conforming to the requirements of this standard may be certified 
as per the conformity assessment schemes under the provisions of the Bureau of 
Indian Standards Act, 2016 and the Rules and Regulations framed thereunder, and 
the products may be marked with the Standard Mark. All markings shall be made 
on the shoe so that least damage is done during working.’ 
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